To:  Hull,  George[Hull. George@epa.gov] 

From:  Google  Alerts 
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Subject:  Google  Alert  - epa 


epa 

As-it-happens  update  □ August  15,  2015 

NEWS 


plans  water  treatment  system  for  Gold  King  mine 

The  Denver  Post 

DURANGO  — The  Environmental  Protection  Agency  said  Friday  night  it  will  implement  a commercial  water 
treatment  system  at  the  Gold  King  Mine  in  ... 
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